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As I have stated, the phenomena that were recorded after Mr
L'Estrange's visit were few and far between. But they were
interesting nevertheless. During the June following some objects
were thrown (as Mr Foyster records in his diary). Later in the
year there was a strange incident with the lamp. Mrs Foyster
happened to be unwell and had gone to bed early. The Rector
had gone into the garden for something, and the maid had taken
the two little children to a party. When Mr Foyster returned to
the house it was quite dusk, and he at once went straight to his
wife in order to light the lamp in her room. To his astonishment
the lamp was alight! c "Did you light it?" I asked in some sur-
prise, not thinking she was well enough to do so. "No3" she
replied, "some one lit it. I don't know who it was. I woke up
just in time to hear the retreating footsteps." ' The Rector was
much mystified as his wife was then alone in the house.
During June 1933 the Rector records: CI hear strange noises
in the house that I cannot account for, but nothing further
follows.'
'During 1935,' says the Rector, there were some indications of
'a little trouble starting up again.9 A few things disappeared in
unaccountable ways. On August 5 of that year a noise like a
picture falling in the drawing-room was heard. Investigations
revealed that nothing was out of place. Mr Foyster concludes
his diary: c These noises continued at intervals, some appearing
to come from upstairs. Altogether, we heard the bangs thirteen
or fourteen times.' The Foysters vacated the Rectory in October
1935-
I think that there is ample evidence to show that during the
latter part of Mr Foyster's incumbency the Poltergeists had not
vanished, but were merely quiescent. It needed only the neces-
sary stimulus for them to become active again. This stimulus
was forthcoming when my official observers began living in the
Rectory during the years 1937-38.